A.  Ifm sure if ... with Mr. Gerovac's obser-
vation and his. judgment, if there had been
another violation of the standard, he would
have issued additional citations.

Q.  So if there would have been additional
problems that would have warranted writing the
citations above and beyond the standard of the
law, he would have also written citations to
correspond with that.

A.  In his judgment.

Q.  And within his -judg.ment, he did not.

A.  We don't see them.

Mr. Siria stated that the presence of coal dust mixed
with fire clay on the unit did not present an ignition prob-
lem, and even though he independently found an exposed cable
wire in another area during his inspection, any fire result-
ing from that condition would not be detected by the required
sensor in question in the area cited by Mr. Gerovac because
the cable was too far from the cited belt (Tr. 58). Mr. Siria
found no excessive levels of methane on the unit (Tr. 60), and
he confirmed that he did not personally observe the conditions
cited by Mr. Gerovac (Tr. 61).

Respondent's Testimony

Ray Taylor, respondent's chief electrician testified
that his responsibilities include the operation of the belt-
lines at the mine and to insure that they are properly
installed.  He was on the unit on the day of Mr. Gerovac's
inspection.  He stated that the belt extension was installed
during the 2:00 a.m. shift on January 6th, and it was moved
two or three crosscuts for a distance of approximately
120 feet.  The fire sensors were installed by his crew during
the day shift on January 7th within 24 hours of the extension
and installation of the belt, and he believed they were
installed before 4:00 p.m. that day (Tr. 62-70).

Mr. Taylor stated that based on his interpretation of
the regulation, once a belt extension is completed, the
respondent has 24 hours within which to install the sensors.
In his view, regardless of the number of feet that the belt
is extended, the respondent would still have 24 hours within
which to advance and install the sensor line.  He confirmed

87eption found in section 75,1103-4 (a) (1) ,
